UNIVERSITY  OF  CALIFORNIA 
Santa  Barbara 


“Effects  of  CoUoids,  Flocculation,  Particle  Size,  and  Organic  Matter 
on  the  Adsorption  of  Hexachlorobenzene  to  Sediments” 


DTIC 

ELECTE 

AUG  2  8  1995 


F 


A  Thesis  submitted  in  partial  satisfaction 
of  the  requirements  for  the  degree  of 

Master  of  Science 
in 

Mechanical  and  Environmental  Engineering 
by 

Robert  Tye 


Committee  in  charge: 

Professor  Wilbert  Lick,  Chairperson 
Professor  Ekkehard  Marschall 
Professor  James  Boles 


June  1995 


f  kATSMEUT  K 

I  AppioTM  tor  puciic 
L  Pi— tDttoo  Unliianad _ 


19950824  176 


DU®  Quality  msPEOTED 


The  thesis  of  Robert  Tye  is  approved 


Committee  Chairperson 


June  1995 


ACKNOWLEDGEMENTS 


Special  acknowledgement  is  given  to  Rich  Jepsen  whose  work  was  the  basis 
of  my  own.  Mr.  Jepsen  also  performed  the  experiments  that  explain  flocculation, 
and  the  experiment  showing  the  adsorption  of  hexachlorobenzene  to  sediment 
naturally  occurring  in  the  Detroit  River.  Professor  W.  Lick  has  provided  a 
research  environment  fostering  an  enjoyable  and  rewarding  place  to  work.  The 
U.S.  Navy  has  allowed  time  for  me  to  earn  my  master’s  degree  and  has  paid  my 
tuition. 

This  research  was  supported  by  the  U.S.  Environmental  Protection  Agency. 
I  would  like  to  thank  Alice  Alldredge  for  the  use  of  the  liquid  scintillation  counter 
in  her  laboratory  and  James  Boles  and  Sharon  Borglin  for  their  helpful  comments 
and  suggestions. 


ui 


ABSTRACT 


“Effects  of  Colloids,  Rocculation,  Particle  Size,  and  Organic  Matter 
on  the  Adsorption  of  HexacMorobenzene  to  Sediments” 

by 

Robert  Tye 

Understanding  and  quantifying  the  dynamics  of  the  sorption  and  partitioning 
of  contaminants  to  sediments  is  essential  in  understanding  and  predicting  the 
transport  and  fate  of  hydrophobic  contaminants.  In  the  present  study,  the  effects 
of  colloids  from  the  sediments  and  from  the  water,  floe  density  and  size,  particle 
size,  and  organic  matter  on  hexachlorobenzene  (HCB)  adsorption  and  partitioning 
have  been  quantised,  which  is  achieved  by  the  partition  coefficient,  Kp,  defined  as 
the  ratio  of  contaminant  associated  with  the  se(hment  to  the  contaminant  associated 
with  the  filtrate.  It  is  shown  that  the  measured  steady-state  partition  coefficient 
increases  due  to  the  colloids  initially  present  in  the  water  that  aggregate  to  the 
sediment  compartment.  Also,  colloids  initially  associated  with  the  sediment 
decrease  the  measured  steady-state  partition  coefficient  by  dissociating  from  the 
sediment  and  dissolving  in  the  water  where  they  are  measured  in  the  dissolved 
compartment  Experiments  also  conclude  the  majority  of  adsorption  is  due  to  the 
organic  matter  present  in  the  sediment  It  will  be  shown  that  adsorption  rates  are 
almost  an  order  of  magnitude  faster  for  smaller  particles  than  for  larger  particles, 
and  that  adsorption  rates  are  an  order  of  magnitude  slower  for  higher  density  floes 
caused  by  high  concentrations  of  sediment  than  for  lower  density  floes.  Finally, 
it  will  be  demonstrated  that  adsorption  to  particles  is  an  order  of  magnitude  faster 
than  adsorption  to  floes  consisting  of  the  same  particles. 
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INTRODUCTION 


The  sorption  and  partitioning  of  organic  chemicals  to  sediments  and  soils  are 
eigjgenrial  factors  in  determining  the  phase  distributions,  bioavailability,  and  long¬ 
term  fate  of  these  chemicals  in  aquatic  environments.  Considerable  experimental, 
field,  and  theoretical  work  concerned  with  the  sorption  and  partitioning  of  organic 
chemicals  to  sediments  and  soils  has  been  done.  For  example,  see  reviews  by  Di 
Toro  et  al  [1],  Sawhney  and  Brown  [2],  and  Baker  [3].  In  much  of  this  work,  it 
has  been  assumed  that  sorption  occurred  rapidly  and  therefore  that  chemical 
equilibrium  existed.  However,  recent  work  [4,  5,  6]  has  indicated  that  sorption 
processes  can  be  quite  slow  and  therefore  that  chemical  equilibrium  may  not  be  a 
good  £q)proximation  in  many  cases. 

In  particular,  recent  experimental  work  [7]  on  the  adsorption  and  partitioning 
of  hexachlorobenzene  (HCB)  to  natural  sediments  has  shown  quite  clearly  that 
these  processes  can  be  relatively  slow,  with  up  to  50  days  required  before  a 
steady-state  equilibrium  was  attained.  These  experiments  were  batch  mixing 
experiments  and  were  conducted  for  long  times  (up  to  six  months)  in  order  to  be 
certain  that  a  steady-state  had  been  reached.  The  experiments  were  also  done  at 
different  sediment  concentrations  from  10  to  10,000  mg/L.  In  aU  cases,  a  steady- 
state  equilibrium  was  attained. 

In  these  experiments,  the  mixtures  that  were  tested  consisted  of  HCB, 
natural  sediments  from  the  Detroit  River,  and  tap  water.  The  water  was  filtered 
with  a  0.2  |im  filter  before  use.  Nevertheless,  the  effects  of  the  colloidal  matter 
inherently  in  this  water,  even  after  filtration,  were  significant.  However,  by 
correcting  for  this  factor,  it  was  demonstrated  that  in  the  steady  state  a  true 
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chemical  equilibrium  existed  and  this  equilibrium  was  independent  of  the  solids 
concentration,  the  initial  conditions  of  the  experiment,  and  the  path  to  equilibrium. 

The  effects  of  the  colloidal  matter  from  the  tap  water  were  the  dominant 
factor  in  the  measured  partitioning  at  low  sediment  concentrations,  although  some 
effects  were  evident  at  all  sediment  concentrations.  These  effects  will  be  different 
for  different  waters  (e.g.,  unfiltered  and  filtered  tap  water,  river  and  lake  waters, 
and  oceanic  waters)  but  will  generally  be  a  signiricant  factor  in  measuring  and 
determining  sorption  and  partitioning  for  all  waters.  The  flocculation  and  sorptive 
properties  of  the  colloids  in  these  waters  are  not  well  understood  and  need  to  be 
investigated  further. 

However,  in  the  experimental  work  reported  here,  it  was  decided  to  eliminate 
the  effects  of  these  colloids  by  using  pure  water  in  the  experiments  as  much  as 
possible.  The  results  of  these  experiments  can  then  be  compared  with  the  previous 
results  by  Jepsen  et  al  [7]  to  more  quantitatively  determine  the  effects  of  the 
colloids  in  the  tap  water.  In  addition,  further  experiments  have  been  done  in  order 
to  more  accurately  quantify  the  adsorption  rates,  the  partitioning,  and  especially  the 
factors  affecting  these  quantities.  In  particular,  we  have  quantitatively  investigated 
the  effects  of  colloids  inherently  in  the  water,  colloids  associated  with  the 
sediments,  floe  density  and  size,  particle  size,  and  the  organic  content  of  the 
sediments.  Some  of  these  factors  have  been  investigated  previously  by  other 
investigators,  but  only  in  short-term  experiments.  The  present  experiments  are  all 
long-term  equilibration  experiments.  All  experiments  were  done  with  HCB  and 
with  the  same  sediments  from  the  Detroit  River  as  in  the  experiments  by  Jepsen  et 
al.  Some  were  done  with  the  original  composite  sediments,  while  others  were 
done  with  different  size  fractions  of  these  sediments. 

In  the  following  section,  the  experimental  procedures  for  the  adsorption 
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experiments  are  briefly  described.  Pertinent  properties  of  the  composite  and  size- 
fractionated  sediments  are  also  described.  All  fine-grained  sediments  flocculate  to 
some  extent,  and  it  will  be  shown  below  that  this  flocculation  has  a  significant 
effect  on  the  sorption  process.  Because  of  this,  flocculation  experiments  were 
done  in  order  to  quantitatively  describe  the  flocculation  process  and  the  properties 
of  the  floes  for  the  sediments  used  here.  The  experiments  and  pertinent  properties 
of  the  floes  are  also  reported  in  the  following  section.  The  results  and  a  discussion 
of  aU  adsorption  experiments  are  then  presented  in  the  third  section.  A  summary 
and  concluding  remarks  are  given  in  the  final  section. 

EXPERIMENTAL  PROCEDURES  AND  SEDIMENT  PROPERTIES 

Basic  Adsorption  Experiments 

The  basic  adsorption  experiments  were  done  in  the  same  manner  as 
described  by  Jepsen  et  al  [7].  Because  of  this,  only  a  brief  description  of  the 
experimental  procedures  is  given  here.  The  experiments  were  done  with  carbon- 
14  labeled  HCB  in  order  to  simplify  the  experiments  and  enhance  sensitivity.  In 
the  experiments,  HCB  and  sediments  at  concentrations  from  2  mg/L  to  10,000 
mg/L  were  mixed  with  Optima  pure  water,  the  mixtures  placed  in  amber  Qorpak 
glass  jars  with  teflon  lined  lids,  and  the  jars  were  then  rotated  for  various  periods 
of  time  until  they  were  sampled.  Experiments  were  conducted  for  different 
periods  of  time  up  to  six  months. 

Carbon- 14  labeled  HCB  with  a  specific  activity  of  10.8  mCi/mmole  was 
obtained  from  Sigma  Chemical.  The  HCB  was  transferred  with  25  mL  of  iso¬ 
octane  to  a  50  mL  amber  Qorpak  jar.  Aqueous  stock  solutions  were  made  by 
plating  2.5  mL  of  the  HCB  in  iso-octane  onto  the  inner  walls  of  a  1  L  amber 
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bottle.  After  the  solvent  evaporated,  the  bottle  was  filled  with  pure  water,  and  the 
HCB  then  dissolved  in  the  water.  This  stock  solution  was  stirred  for  at  least  one 
week  before  use.  Just  before  use,  the  solution  was  filtered  with  a  1  4m  pore  size 
filter  in  order  to  separate  out  any  undissolved  HCB.  Sufficient  radioactivity  was 
added  to  each  experiment  to  ensure  detectable  levels  in  all  measured  compartments. 
All  samples  were  counted  on  an  LKB  Wallace  1217  Rackbeta  Liquid  Scintillation 
Counter  with  corrections  for  quenching. 

Desired  sediment  concentrations  were  prepared  by  diluting  the  original 
sediment  with  pure  water.  Sediment  concentrations  were  determined  by  filtering 
50  mL  of  the  mixture  through  tared  0.45  |jm  Millipore  filters,  drying  the  filter,  and 
determining  the  weight  of  the  sediment  residue. 

The  samples  were  prepared  by  placing  the  HCB  stock  solution  and  an 
amount  of  a  sediment-water  mixture  sufficient  to  achieve  the  desired  sediment 
concentration  into  a  125  mL  Qorpack  jar  fiJled  with  pure  water.  The  jar  was 
immediately  shaken.  The  total  HCB  added  to  each  experiment  was  approximately 
3  X  10~^  mg;  the  resulting  HCB  concentration  was  approximately  2.4  Hg/L,  and 
this  same  concentration  was  used  in  aU  experiments.  The  bottle  was  then  placed 
on  a  rolling  table  and  rotated  at  approximately  6  rpm.  One  sample  jar  was 
prepared  for  each  sample  point. 

The  amounts  of  HCB  sorbed  to  the  solid  and  dissolved  in  the  water  were 
then  determined  by  filtration  and  measurement  of  the  radioactivity  on  the  filter  and 
in  the  filtrate.  Since  the  amount  of  radioactivity  sorbed  by  the  filter  has  been 
shown  to  be  negligible,  the  amount  of  radioactivity  on  the  filter  was  due  almost 
entirely  to  the  filtered  sediment  The  mass  of  the  filtered  sediment  was  weighed  as 
described  above. 
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For  a  mixture  of  sediment  with  mass,  m^g^j,  and  water  with  volume,  V,  the 
partition  coefficient  ,Kp,  is  defined  as 


(1) 


where  =  nijjj/mjgjj  and  is  the  mass  of  HCB  sorbed  to  the  sediment,  mjj^, 
divided  by  the  mass  of  the  sediment,  and  =  niHd^ 

dissolved  in  water,  mjj^,  divided  by  the  volume  of  water.  The  partition  coefficient 
was  calculated  from  this  equation  using  the  data  obtained  as  described  above. 

Experiments  were  done  with  considerable  attention  to  optimizing  precision. 
More  than  one-third  of  all  data  points  were  replicated.  The  overall  precision  for 
log  Kp  is  estimated  to  be  +/-  0. 1. 


Particle  Size  Distributions 

In  order  to  obtain  the  disaggregated  size  distribution  of  the  sediments,  the 
sediments  were  first  stirred  vigorously  using  a  blender.  The  particle  size 
distribution  was  then  measured  using  a  Malvern  particle  sizer.  This  distribution  is 
shown  in  Figure  la.  It  can  be  seen  that  the  median  size  of  the  disaggregated 
particles  is  about  7  |xm  with  approximately  90%  of  the  particles  below  about  30 
|jm. 

In  order  to  investigate  the  sorption  characteristics  of  different  size  fractions 
of  the  sediments,  the  sediments  were  separated  into  four  different  size  fractions. 
This  was  done  as  follows.  The  sediments  were  first  passed  through  a  63  ^im 
screen  and  then  through  a  38  p.m  screen.  The  sediments  retained  on  the  38  p-m 
screen  were  taken  as  one  size  fraction;  the  median  diameter  of  these  sediments  was 
53  |im.  The  sediments  that  passed  through  the  38  pm  screen  were  then  separated 
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by  differential  settling  into  three  further  size  fractions  with  median  diameters  of  3, 
7,  and  17  ^m.  The  size  distributions  of  these  four  size  fractions  are  shown  in 
Figure  lb.  It  should  be  noted  that,  because  of  the  separation  process  and  loss  of 
both  very  large  and  very  small  particles,  the  original  sediment  is  not  a  weighted 
average  of  the  four  size  fractions  shown  in  Fig.  lb. 

It  will  be  shown  below  that  the  different  size  fractions  have  different  organic 
contents  and  mineralogies.  In  order  to  do  adsorption  experiments  where  the  only 
difference  between  the  sediments  was  the  particle  size,  some  of  the  53  fi.m 
sediments  were  crushed  so  as  to  reduce  them  in  size.  The  resulting  size 
distribution  is  shown  in  Figure  lb.  The  median  size  of  the  crushed  53  |J.m 
sediments  is  about  14  pm. 

Organic  Carbon  Content 

The  total  carbon  contents  of  the  composite  and  size-fractionated  sediments 
were  determined  by  the  Analytical  Laboratory  at  UCSB  using  a  Control  Equipment 
Corporation  Model  240  XA  Elemental  Analyzer  and  are  shown  in  Table  1.  In 
order  to  determine  the  organic  carbon  content  of  the  sediments,  the  following 
procedure  was  used  [8].  Hydrochloric  acid  (HCl)  was  added  to  the  sediments  at  a 
ratio  of  5  mL  of  HCl  to  1  g  of  sediment;  the  mixture  was  kept  at  80°C  overnight. 
The  acid  reacted  with  the  inorganic  carbon  (carbonates)  to  produce  carbon  dioxide 
which  then  left  the  sediments  as  a  gas.  Total  carbon  of  the  remaining  sediment 
residue  was  then  determined  and  is  reported  here  as  organic  carbon  (see  Table  1). 
For  the  composite  sediment,  the  organic  carbon  content  was  determined  to  be 
1.42%;  for  the  size  fractions  of  3,  7, 17,  and  53  pm,  the  organic  carbon  content 
was  1.62,  1.45,  1.02,  and  3.32%  respectively.  In  the  53  pm  fraction,  large 
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chunks  of  organic  matter  were  visible  through  a  microscope;  these  chunks  were 
not  visible  in  the  smaller  size  fractions.  These  large  chunks  in  the  53  itm  fraction 
probably  account  for  the  larger  percentage  of  organic  matter  in  the  size  fraction  as 
compared  to  the  smaller  size  fractions.  Their  presence  may  also  indicate  that  the 
organic  carbon  in  the  53  ^im  size  fraction  may  be  of  a  different  type  or  quality  dian 
in  the  other  size  fractions. 

In  order  to  determine  the  effects  of  organic  matter  on  sorption,  some 
experiments  were  duplicated  except  that  the  organic  matter  was  removed  from  the 
sediments.  This  was  done  by  treating  the  sediments  with  a  sodium  hypochlorite 
(NaOCl)  solution  [9],  This  solution  was  obtained  from  the  Fisher  Scientific 
Company  and  contained  4  to  6%  available  chlorite.  The  solution  was  then 
adjusted  to  a  pH  of  9.5.  Approximately  1  g  of  sediments  was  suspended  in  20  mL 
of  NaOCl  in  a  50  mL  centrifuge  tube.  The  mixture  was  then  set  in  a  boiling  water 
bath  for  30  minutes  while  shaken  to  ensure  that  the  sediments  were  kept  in 
suspension.  After  this,  the  mixture  was  put  in  a  centrifuge  for  10  minutes  at  800 
rpm  to  separate  the  sediments  from  the  supernatant.  The  solution  was  then 
decanted.  This  treatment  was  repeated  at  least  three  more  times  to  ensure  almost 
complete  elimination  of  the  organic  matter. 

As  a  check  on  the  procedures,  the  sum  of  the  percent  organic  carbon 
remaining  after  HCl  stripping  and  the  percent  inorgaitic  carbon  remaining  after 
NaOCl  stripping  should  equal  the  percent  of  total  carbon  initially  in  the  sample. 
Table  1  shows  the  percentages  and  also  shows  that  almost  all  carbon  is  accounted 
for. 

Mineralogy 

The  mineralogy  of  the  sediments  was  examined  for  each  size  fraction  by  use 
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of  x-ray  diffraction  performed  at  the  Department  of  Geological  Sciences  at  UCSB. 
Identification  of  mineral  constituents  was  determined  by  comparison  to  American 
Society  of  Testing  Materials  Mineralogy  Standards.  By  this  means,  it  was  shown 
that  the  larger  sizes  of  sediments  (53, 17,  and  7  jtm)  contained  primarily  quartz, 
calcite,  dolomite,  and  feldspar.  The  3  p.m  sediments  contained  these  minerals,  but 
also  a  higher  amount  of  clay,  specifically  illite  and  chlorite.  The  relative 
abundance  of  clay  is  difficult  to  determine  by  x-ray  diffraction;  however,  by  use  of 
a  scanning  electron  microscope,  it  was  determined  that  the  3  p.m  sediments 
contained  a  large  amount  of  clay. 

Flocculation  Experiments 

All  fine-grained  sediments  flocculate  to  some  extent  As  will  be  shown  later, 
this  flocculation  has  a  significant  effect  on  the  sorption  process.  From  previous 
experimental  and  theoretical  work  on  flocculation  [10,  11,  12],  the  flocculation 
process  is  reasonably  well  understood.  However,  in  order  to  illustrate  the 
flocculation  process  and  quantitatively  determine  the  significant  flocculation 
parameters  for  the  sediments  used  here,  flocculation  experiments  with  the  present 
sediments  were  done. 

In  order  to  simulate  the  flocculation  process  in  the  sorption  experiments, 
mixtures  of  disaggregated  sediments  and  water  at  sediment  concentrations  from  2 
to  10,000  mg/L  were  placed  in  125  mL  Qorpak  bottles,  and  the  bottles  rotated  at  6 
rpm.  Measurements  of  floe  size  distributions  were  taken  at  intervals  by  sampling 
and  using  the  Malvern  particle  sizer.  For  large  floes,  the  sizes  were  determined  by 
direct  observation  and  measurement. 

Typical  results  for  the  median  diameter  of  the  floes  as  a  function  of  time  are 
shown  in  Figure  2  for  sediment  concentrations  of  100,  500,  and  2000  mg/L.  As 
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in  previous  experiments,  the  median  floe  size  remains  relatively  small  at  first, 
increases  rapidly  over  a  short  time  interval,  and  then  approaches  a  steady  state. 
The  steady-state  median  floe  sizes  and  the  approximate  times  to  equilibrium  for  all 
sediment  concentrations  tested  are  shown  in  Table  2a.  It  can  be  seen  that  as  the 
sediment  concentration  increases,  the  median  floe  size  and  the  time  to  steady  state 
decrease. 

Settling  Speeds  and  Densities  of  Floes 

Settling  speeds  of  the  steady-state  floes  were  also  measured.  This  was  done 
by  directly  measuring  the  settling  speeds  of  the  floes  in  a  settling  tube  in 
approximately  the  same  manner  as  described  by  Durban  et  al  [13].  For  each 
sediment  concentration,  approximately  60  to  80  measurements  of  the  settling 
speeds  of  floes  were  taken  and  were  then  averaged.  These  average  speeds  are 
shown  in  Figure  3  as  a  function  of  the  median  diameter  of  the  floes  at  each 
sediment  concentration.  For  comparison,  the  setding  speeds  as  determined  from 
Stokes  Law  for  a  solid  particle  with  a  density  of  2.6  g/cm^  are  also  shown.  It  can 
be  seen  that  the  settling  speeds  increase  as  the  floe  diameter  increases,  but  at  a  rate 
much  slower  than  that  predicted  by  Stokes  law.  The  measured  settling  speeds  are 
also  listed  in  Table  1. 

Stokes  law  for  the  settling  speed,  w^,  of  slowly  moving  particles  is  given  by 

“  (Pp  “  Pw) 

where  Pp  is  the  density  of  the  particle,  is  the  density  of  water,  g  is  the 
acceleration  due  to  gravity,  d  is  the  diameter  of  the  particle,  and  |X  is  the  molecular 
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viscosity  of  water.  This  equation  is  valid  for  Reynolds  numbers  (Re  =  p^Wgd/p.) 
less  than  0.5.  From  this  equation,  an  effective  density  for  a  floe,  Pf,  can  be 
defined  and  is 


Pf  ~  Pw 


gd^ 


(3) 


The  effective  densities  for  the  steady-state  floes  were  then  determined  by  use  of 
this  equation  and  the  measured  data  on  floe  diameters  and  settling  speeds;  the 
resulting  densities  are  listed  in  Table  1.  It  can  be  seen  that,  as  the  sediment 
concentration  increases,  the  floe  size  and  settling  speed  decrease  but  the  floe 
density  increases  from  a  very  low  value  close  to  that  of  water  to  a  value  close  to 
that  of  a  solid  sedimentary  particle  (approximately  2.6  g/cm^). 


RESULTS  AND  DISCUSSION  OF  SORPTION  EXPERIMENTS 


Effects  of  Colloids 

The  present  experiments  are  an  extension  of  those  reported  by  Jepsen  et  al 
[7].  These  latter  experiments  were  done  with  mixtures  of  sediments,  HCB,  and 
tap  water.  Despite  the  fact  that  the  tap  water  had  been  filtered  with  a  0.2  |im  filter 
before  use,  the  effects  of  the  colloidal  matter  remaining  in  the  water  on  the 
partitioning  of  the  HCB  were  evident  at  all  sediment  concentrations  but  were 
dominant  at  low  concentrations.  The  effects  on  the  partitioning  were  due  to  the 
sorption  of  HCB  to  the  colloids,  the  flocculation  of  these  colloids,  the  subsequent 
filtering  and  retention  of  this  flocculated  colloidal  matter  on  the  filter,  and  the 
inclusion  of  the  HCB  sorbed  to  the  flocculated  colloidal  matter  as  part  of  the  HCB 
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sorbed  to  the  solids.  The  measured  partition  coefficients  are  shown  in  Figure  4,  It 
can  be  seen  that  log  Kp  varies  from  4.37  for  a  sediment  concentration  of  10  mg/L 
to  3.67  for  a  sediment  concentration  of  10,000  mg/L. 

In  general,  it  was  shown  that  the  measured  partition  coefficient  Kp^  could  be 
written  in  terms  of  the  true  partition  coefficient  Kp  as 


K 


pm 


+  JEHc_ 
®HdC 


(4) 


where  mjjj.  is  the  mass  of  HCB  adsorbed  to  the  flocculated  colloidal  matter,  mjj^j  is 
the  mass  of  HCB  dissolved  in  the  water,  and  C  is  the  sediment  concentration.  The 
ratio  of  mjjg  to  mjj^  can  be  determined  independently  from  mbdng  experiments 
with  just  HCB  and  water.  Once  this  ratio  is  known,  Kp  can  be  calculated.  It  has 
been  shown  that  the  above  equation  is  in  excellent  agreement  with  the  experimental 
results. 

In  the  experiments  by  Jepsen  et  al,  it  was  difficult  to  accurately  determine  the 
rates  of  HCB  adsorption  because  of  the  confounding  effects  of  the  colloidal  matter 
from  the  water.  In  order  to  eliminate  these  effects,  subsequent  sorption 
experiments  were  done  in  pure  water  and  are  reported  here.  The  experiments  were 
done  at  sediment  concentrations  of  2, 10, 100,  500, 2000,  and  10,000  mg/L.  The 
results  for  log  Kp  as  a  function  of  time  are  shown  in  Figure  5. 

It  can  be  seen  that  the  steady-state  equilibrium  partition  coefficient  still 
depends  on  the  sediment  concentration,  although  the  dependence  is  relatively  small 
(log  Kp  =  4.0  for  a  sediment  concentration  of  2  mg/L  and  decreases  to  3.78  at  a 
sediment  concentration  of  10,000  mg/L).  In  addition,  it  can  be  seen  that  sorption 
is  relatively  fast  at  low  concentrations  (less  than  one  day  to  equilibrium  at  2  mg/L) 
but  increases  as  the  sediment  concentration  increases  (approximately  30  to  40  days 
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to  equilibrium  at  10,000  mg/L). 

In  the  present  experiments,  no  colloidal  matter  is  present  in  the  pure  water. 
However,  there  is  colloidal  matter  in  the  sediment  solution  introduced  into  the 
HCB-pure  water  mixture.  This  matter  is  inherent  in  any  natural  sediment-water 
mixture.  In  general,  HCB  will  be  truly  dissolved  in  the  water  and  also  adsorbed  to 
the  solid  sedimentary  particles,  to  the  colloidal  matter,  and  to  the  flocculated 
coUoidal  matter.  In  the  present  experiments,  the  mass  of  HCB  adsorbed  to  the 
flocculated  colloidal  matter  is  generally  small  by  comparison  with  the  HCB 
adsorbed  to  the  solid  particles  and  will  therefore  be  ignored. 

Denote  the  mass  of  HCB  on  the  colloidal  matter  by  mjjjjg.  The  amount  of 
HCB  retained  on  the  filter  consists  of  the  HCB  sorbed  to  the  sediments,  while  the 
amount  of  HCB  in  the  filtrate  consists  of  the  truly  dissolved  HCB  plus  the  amount 
of  HCB  sorbed  to  the  colloidal  matter  from  the  sediments.  It  follows  that  the 
measured  partition  coefficient  in  this  case  is  given  by 


^Hs 

^sed 


mHd  +  niHdc 


K, 


1-1- 


n^Hdc 

™Hd 


JHHs. 

®sed 


f  \ 

j^mHdc 

1  V  J 

<  ™Hd ; 

(5) 


In  general,  the  mass  of  the  colloidal  matter  from  the  sediments,  mjjg,  should 
be  proportional  to  the  mass  of  the  sediments,  i.e.,  m^^,  =  N  where  N  is  the 
fraction  of  colloidal  matter.  A  partition  coefficient  for  the  colloidal  matter  can  be 
defined  as 


12 


(6) 


>”Hdc 


Kc  = 


tPdc 

IPHd 


V 


It  follows  that 


EHdc_j^  ^”dc 

mHd  V 
=  KcNC 


=  Kc 


V 


(7) 


By  substituting  this  expression  into  Eq.  (5),  one  obtains 


K 


Kp 

l  +  KgNC 


(8) 


It  can  be  seen  that  Kp^  reduces  to  Kp  as  the  sediment  concentration  C  decreases  to 
zero.  From  this  and  Figure  4,  it  follows  that  the  log  of  the  true  equilibrium 
partition  coefficient  Kp  is  approximately  equal  to  4.0  +  0.1,  or  Kp  =  10,000. 

If  it  is  further  assumed  that  the  partition  coefficient  for  the  colloidal  matter  is 
approximately  the  same  as  that  for  the  sediments,  it  follows  that 


This  is  the  same  expression  as  that  derived  by  Gschwend  and  Wu  [14].  From  this 
equation  and  the  data  in  Figure  5,  N  can  be  determined  and  is  approximately 
0.005,  a  reasonable  number  for  the  fraction  of  colloidal  particles  (less  than  1  |im) 
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in  natural  sediments.  It  can  be  seen  that,  at  least  for  the  present  sediments,  the 
effects  of  the  colloids  from  the  sediments  are  relatively  small  by  comparison  with 
the  effects  of  the  colloids  in  tap  water. 

The  combined  effects  of  the  colloids  from  the  water  and  from  the  sediments 
can  be  described  by 


K  -  I  (10) 

1  +  KcNC  mHdC(l  +  KcNC) 

Effects  of  Flocculation  and  Particle  Size 

Figure  5  shows  that  the  time  to  steady  state  is  relatively  short  at  2  mg/L  (less 
than  one  day)  but  increases  as  the  sediment  concentration  increases  so  that  it  is 
about  30  days  at  a  sediment  concentration  of  10,000  mg/L.  This  can  be  attributed 
to  the  flocculation  of  the  particles.  At  first,  this  attribution  may  seem  incorrect 
since  the  median  floe  size  at  2  mg/L  (4500  |J,m)  is  much  greater  than  the  median 
floe  size  at  10,000  mg/L  (17  |im).  If  it  is  assumed  that  the  time  to  steady  state  is 
governed  by  the  HCB  diffusion  into  a  floe  and  that  this  time  increases  as  the  floe 
size  increases,  then  the  time  to  the  steady  state  should  be  much  greater  for  the 
larger  floes  at  2  mg/L  than  for  the  smaller  floes  at  10,000  mg/L. 

However,  at  2  mg/L,  although  the  floe  sizes  are  quite  large,  the  floe  densities 
are  quite  small  (pf  =  1.0009  g/cm^,  see  Table  2),  and  the  floes  are  quite  open  and 
fragile  (see  [12]  for  photographs  of  these  floes).  In  addition,  the  flocculation  time 
is  relatively  long  (228  hours)  so  that  almost  all  adsorption  occurs  before  there  is 
significant  flocculation.  The  rate  limiting  step  for  HCB  transfer  is  then  the 
diffusion  of  HCB  into  the  interior  of  the  particle,  and  not  transport  through  the 
floe. 
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In  contrast,  at  10,000  mg/L,  the  floes  are  small,  but  quite  dense  (2.2  g/cm^), 
quite  stable,  and  they  resist  disaggregation  [12].  In  this  case,  flocculation  is  quite 
rapid  (1.2  hours)  and  most  adsorption  therefore  occurs  after  flocculation  is 
complete.  The  transfer  of  HCB  is  now  from  the  water  to  the  floe,  diffusion 
through  the  floe,  and  then  diffusion  into  the  interior  of  a  particle  in  the  floe.  This 
combined  process  of  diffusion  into  the  floe  and  then  into  the  particle  is  relatively 
slow  and  accounts  for  the  long  time  to  steady  state  for  the  sediments  at  10,000 
mg/L  as  compared  to  the  sediments  at  2  mg/L. 

To  further  substantiate  these  ideas  and  also  investigate  the  effects  of  particle 
size,  four  additional  experiments  were  conducted.  These  experiments  were  done 
at  10  mg/L  (where  flocculation  was  slow  and  almost  all  adsorption  occurred  before 
there  was  significant  flocculation)  and  at  500  mg/L  (where  flocculation  was  rapid 
and  most  adsorption  occurred  after  flocculation  was  complete).  For  each 
concentration,  experiments  were  done  with  53  |im  particles  and  with  these  same 
sediments  crushed  to  a  median  size  of  14  pm  (referred  to  hereafter  as  crushed  53 
pm  particles);  these  two  sediment  samples  obviously  have  the  same  mineralogy 
and  organic  content  and  differ  only  in  their  sizes.  For  these  four  cases,  results  for 
log  Kp  as  a  function  of  time  are  shown  in  Figure  6. 

By  comparison  of  the  results  for  the  53  pm  particles  at  500  mg/L  and  at  10 
mg/L,  it  can  be  seen  that  the  time  to  equilibrium  is  much  less  at  10  mg/L 
(approximately  5  days)  than  it  is  at  500  mg/L  (approximately  30  days).  As  above, 
this  can  be  explained  as  due  to  the  effects  of  flocculation  of  the  particles.  At  10 
mg/L,  flocculation  is  slow  and  takes  almost  3  days  to  occur.  Before  2  days, 
relatively  little  flocculation  occurs  and  hence  most  sorption  takes  place  as  HCB  is 
sorbed  to  individual  particles.  The  sorption  is  therefore  relatively  fast  At  500 
mg/L,  flocculation  occurs  in  less  than  4  hours.  In  this  case,  most  sorption  occurs 
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original  organic  matter  and  is  certainly  possible  since  the  organic  removal 
procedure  does  not  guarantee  removal  of  all  the  organic  matter  in  the  sediments. 
Note  that  the  time  to  steady  state  has  also  been  reduced  by  the  stripping  of  the 
organics,  especially  for  the  53  iim  sediments. 

Adsorption  to  Different  Size  Fractions 

Sorption  experiments  were  also  done  with  different  size  fractions  of  the 
sediments.  As  described  before,  these  size  fractions  had  median  diameters  of  3, 7, 
17,  and  53  pm.  Log  Kp  as  a  function  of  time  for  these  sediments  at  500  mg/L  are 
shown  in  Figure  8.  It  can  be  seen  that  qualitatively  all  curves  are  similar  with  the 
smaller  particles  reaching  equilibrium  faster  than  the  larger  particles.  Additional 
data  points  were  obtained  at  120  days,  are  not  shown  here,  but  do  demonstrate  that 
all  of  the  partitionings  had  reached  a  steady  state  at  times  less  than  60  days.  The 
gradual  increase  in  Kp  for  long  time  that  might  be  inferred  from  Figure  8  is  just 
due  to  small  uncertainties  in  the  experimental  data.  The  equilibrium  partition 
coefficients  of  all  size  fractions  are  different  with  no  obvious  trend  to  the  results. 
Since  each  size  fraction  has  a  different  organic  content,  the  results  for  Kp  were 
normalized  to  the  organic  fraction,  f^^.  The  results  for  which  equals  Kp/f^^, 
are  shown  in  Figure  9.  The  equilibrium  partition  coefficients  are  all  still  different 
However,  the  values  for  now  increase  in  a  monotonic  maimer  as  particle  size 
decreases.  The  steady-state  Kp,  Kj^,  and  Kp  for  the  same  sediments  stripped  of 
organic  carbon  are  shown  in  Table  3. 

The  fact  that  K^^.  increases  as  particle  size  decreases  and  hence  as  surface 
area  increases  (for  the  same  mass)  indicates  that  this  effect  may  be  due  to  surface 
sorption,  which  would  increase  as  surface  area  increases.  However,  our  previous 
experiments  on  53  pm  and  crushed  53  pm  particles  do  not  indicate  an  effect  of 
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after  the  particles  have  flocculated.  HCB  must  then  diffuse  into  the  floe  and  then 
into  the  particles  in  the  floe,  a  much  slower  process  than  simply  diffusion  into  a 
particle. 

By  comparison  of  log  Kp  for  the  53  |i.m  particles  and  for  the  crushed  53  }im 
particles  at  500  mg/L,  it  can  be  seen  that  the  crushed  particles  reach  equilibrium  in 
1  to  2  days  while  the  uncrushed  53  jtm  particles  reach  the  same  equilibrium  in 
approximately  30  days,  i.e.,  the  time  to  equilibrium  depends  on  particle  size  and 
increases  as  the  particle  size  increases.  By  comparison  of  the  results  for  the  53 
pm  and  crushed  53  pm  particles  at  10  mg/L,  the  same  conclusion  can  be  reached. 
Other  experimental  results  not  shown  here  also  substantiate  this  result 

For  the  crushed  53  mm  particles  at  10  and  500  mg/L,  the  times  to 
equilibrium  are  relatively  short  because  of  the  small  sizes  of  the  particles  and  are 
approximately  1  to  2  days.  No  differences  between  the  two  cases  are  evident 


Effects  of  Organic  Content 

In  order  to  determine  the  effects  of  the  organic  content  of  the  sediments  on 
the  adsorption,  experiments  were  done  with  the  organic  matter  stripped  from  the 
sediments.  For  these  experiments,  results  for  log  Kp  as  a  function  of  time  for  the 
53  pm  and  the  crushed  53  pm  particles  at  500  mg/L  are  shown  in  Figure  7.  It  can 
be  seen  that  the  crushed  particles  reach  equilibrium  faster  than  the  uncrushed 
particles  as  expected.  By  comparing  Figure  7  with  Figure  6,  it  can  be  seen  that  the 
equilibrium  Kp’s  for  the  particles  stripped  of  organic  matter  are  much  lower  than 
the  Kp’s  for  the  unstripped  particles,  by  about  a  factor  of  16.  After  stripping,  the 
remaining  sorption  could  be  due  to  sorption  of  HCB  to  the  mineral  surfaces  of  the 
sediments  or  due  to  sorption  of  HCB  to  a  small  amount  of  organic  matter  still 
remaining  in  the  sediments.  This  would  have  to  be  on  the  order  of  5%  of  the 
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surface  area  on  equilibrium  partition  coefficients.  Other  possibilities  for  the 
differences  would  be  (a)  the  different  quality  of  organic  matter  between  the  smaller 
and  larger  particles  and  (b)  perhaps  a  greater  dependence  on  surface  area  for  very 
small  particles,  less  than  the  53  pm  and  crushed  53  pm  particles.  However,  this 
effect  (or  effects)  is  relatively  small  and  our  present  experiments  are  not  sufficient 
to  ascertain  the  cause. 

Linearity  of  the  HCB  Isotherm 

In  the  previous  work  by  Jepsen  et  al,  a  linear  isotherm  was  assumed  in  the 
analysis  of  the  experiments.  Therefore  the  partition  coefficient  is  independent  of 
the  concentration  of  HCB  dissolved  m  water.  The  excellent  agreement  between 
the  experimental  and  theoretical  results  served  to  substantiate  that  assumption.  As 
a  direct  verification  of  the  linearity  of  the  HCB  isotherm,  we  have  conducted 
experiments  with  pure  water,  sediments  at  a  concentration  of  10  mg/L,  and  HCB 
at  concentrations  from  .02  to  5  pg/L,  a  change  of  more  than  two  orders  of 
magnitude.  In  all  cases,  log  Kp  was  constant  to  within  ±0.1,  and  therefore  the 
HCB  isotherm  is  linear  over  this  range  of  HCB  concentrations. 

SUMMARY  AND  CONCLUDING  REMARKS 

Previous  work  by  Jepsen  et  al  has  shown  that  sorption  and  partitioning  of 
HCB  to  natural  sediments  can  be  relatively  slow  processes,  but  that  eventually  a 
steady-state  equilibrium  is  attained  from  which  a  unique  equilibrium  partition 
coefficient  can  be  determined.  In  their  experiments,  effects  of  HCB  dissolution, 
the  flocculation  of  the  colloidal  matter  from  the  water,  and  the  flocculation  of  the 
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sedimentary  particles  were  shown  to  be  significant 

The  present  experiments  were  done  in  pure  water  to  eliminate  the  effects  of 
the  colloidal  matter  from  the  water.  Nevertheless,  colloidal  matter  is  inherently 
present  in  any  mixture  of  natural  sediments  and  water.  In  the  present  experiments, 
the  effects  of  the  colloids  from  the  sediments  were  evident;  their  effect  on  the 
measured  partition  coefficient  can  be  described  by  Eq.  (9).  More  generally,  the 
effects  on  the  measured  partition  coefficient  of  colloids  from  the  sediments  and 
from  the  water  can  be  described  by  Eq.  (10).  From  these  experiments,  the  log  of 
the  equilibrium  partition  coefficient  for  HCB,  the  present  sediments,  and  pure 
water  was  determined  to  be  4.0  ±  0.1,  or  Kp  =  10,000. 

The  rate  of  adsorption  (and  therefore  the  time  to  steady  state)  was 
significantly  affected  by  the  flocculation  of  the  particles.  At  low  sediment 
concentrations,  the  floes  were  large  but  open  and  fragile,  the  rate  of  flocculation 
was  low,  HCB  was  transferred  readily  from  the  water  to  a  particle  in  the  floe,  and 
the  time  to  steady  state  was  therefore  determined  by  the  time  for  diffusion  of  HCB 
into  the  particle.  At  high  sediment  concentrations,  the  floes  were  small  but  dense, 
flocculation  occurred  rapidly,  HCB  was  transferred  from  the  water  to  the  floe, 
diffused  slowly  into  the  floe,  and  then  diffused  into  the  particle.  This  is  a 
relatively  slow  process  compared  to  that  occurring  at  low  sediment  concentrations. 

Additional  experiments  also  demonstrated  directly  that  adsorption  to  particles 
was  much  faster  than  adsorption  to  floes  consisting  of  the  same  particles. 
Investigations  of  the  effects  of  particle  size  demonstrated  that  smaller  particles 
reached  a  steady  state  faster  than  larger  particles. 

A  reduction  in  Kp  by  about  a  factor  of  16  resulted  from  stripping  the  particles 
of  organic  content  It  could  not  be  ascertained  whether  the  remaining  partitioning 
was  due  to  a  residue  of  organic  matter  or  due  to  adsorption  to  mineral  surfaces. 
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The  stripping  also  reduced  the  time  to  steady  state,  at  least  for  the  53  p.m 
sediments. 

Investigations  were  made  of  size-fractionated  sediments  with  median  sizes  of 
3,  7,  17,  and  53  |J.m.  The  size  fractions  differed  in  organic  content  and 
mineralogy.  After  normalizing  the  partition  coefficients  to  organic  fraction,  the 
partition  coefficients  were  still  not  aU  equal  but  decreased  monotonically  as  the 
particle  size  increased. 

In  general,  it  has  been  shown  that  the  measured  steady-state  partition 
coefficients  depend  on  the  amount  of  colloids  from  the  water  and  from  the 
sediments  and  on  the  amount  of  organic  matter  in  the  sediments.  The  adsorption 
rates  depend  on  these  quantities  as  weU  as  the  floe  density  and  size  and  the  particle 
size. 

Similar  experiments  are  presently  being  done  with  several  different  PCBs. 
The  results  are  qualitatively  similar  to  those  described  here  and  by  Jepsen  et  al. 
Because  of  this,  it  is  believed  that  the  general  conclusions  presented  here  are 
probably  valid  for  the  adsorption  and  partitioning  of  most  hydrophobic  organic 
chemicals  to  sediments  and  soils. 
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TABLE  1 


Percentage  of  Total  Carbon,  Organic  Carbon,  and  Inorganic  Carbon 
for  Composite  and  Size-fractionatedSediments. 


Sediments 

%  Total 
Carbon 
(untreated) 

%  Organic 
Carbon 

(HCl  stripped) 

%  Inorganic 
Carbon 

(NaOCl  stripped) 

%  Carbon 
Unaccounted  For 

Composite 

4.04 

1.42 

2.42 

0.20 

3  micron 

2.75 

1.62 

1.07 

0.06 

7  micron 

3.60 

1.45 

1.99 

0.16 

17  micron 

4.45 

1.02 

3.36 

0.07 

53  micron 

6.30 

3.32 

2.94 

0.04 

%  Carbon  by  mass  determined  by  the  Analytical  Laboratory  at  UCSB  using  a 
Control  Equipment  Corporation  Model  240XA  Elemental  Analyzer. 
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TABLE  2a 

Properties  of  Floes  as  a  Function  of  Sediment  Concentration. 
Natural  Sediments  from  the  Detroit  River. 


Concentration 

(mg/L) 

Median  Steady-State^ 
Floe  Diameter 
(pirn) 

Time  to  Floe 

Size  Equilibrium 
(hrs) 

Settling^ 

Speed 

(pim/s) 

F1oc3 

Density 

(g/cm^) 

2 

4500* 

228 

9700 

1.0009 

10 

1330 

63 

7900 

1.008 

100 

244 

8.5 

1685 

1.05 

500 

48 

4.5 

511 

1.41 

2,000 

24 

2.5 

216 

1.69 

10,000 

17 

1.2 

189 

2.20 

1.  Floe  diameter  measured  by  a  Malvern  3600E  Particle  Sizer. 

2.  Settling  speed  directly  measured  in  a  settling  tube. 

3.  Floe  density  determined  by  Stokes  Law 
*Onefloc 
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TABLE  2b 

Properties  of  Hoes  for  Natural  Sediments  from  the  Detroit  River. 
Sediment  Concentration  of  500  mg/L. 

Original  Sediments  were  53  pm  Size  Fraction. 


Sediments 

Median  Steady-State 
Hoc  Diameter 
(pm) 

Time  to 

Equilibrium 

(hrs) 

Settling 

Speed 

(pm/s) 

Hoc 

Density 

(g/cm^) 

Untreated 

80 

4.2 

1751 

1.50 

Crushed  to  14  pm 

45 

3.5 

891 

1.81 

Organics  stripped 

73 

5.0 

1787 

1.62 

Organics  stripped  and 
Crushed  to  14  pm 

30 

4.5 

491 

2.00 
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TABLE  3 

Partition  Coefficients  for  Different  Size  Fractions  of  Sediments. 


Size 

logKp 

logKoc 

log  Kp  (stripped) 

3  micron 

4.0 

5.88 

2.8 

7  micron 

3.7 

5.57 

2.7 

17  micron 

3.6 

5.54 

2.3 

53  micron 

3.8 

5.39 

2.6 
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Figure  la:  Particle  size  distribution.  Natural  sediments  from  the  Detroit  River 
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Figure  lb:  Particle  size  distributions.  Size-fractionated  sediments  of  Detroit 
River  sediment 
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Figure  2:  Floe  median  diameter  as  a  function  of  time  for  natural  sediments  of  the 
Detroit  River  at  100, 500,  and  2000  mg/L. 
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Figure  3;  Floe  settling  speed  as  a  function  of  floe  diameter  for  natural  sediments 
of  the  Detroit  River.  Steady  state  conditions. 
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Figure  4:  Batch  experiments  for  adsorption  of  HCB  dissolved  in  tap  water  to 
Detroit  River  sediment.  HCB  is  dissolved  in  tap  water  filtered  to  0.2  ,um.  After 
mixing  for  five  days  the  HCB/tap  water  mixture  is  filtered  by  a  1  pm  filter.  Log  Kp 
(Kp  =  ratio  of  concentration  of  HCB  adsorbed  on  sediment  to  the  concentration  of 
HCB  dissolved  in  solution)  as  a  function  of  time  for  sediment  concentrations  of  10, 
100,  500,  2000,  and  10,000  mg/L.  Previous  experiments  [7]. 


4.5 


Time  (Days) 


Figure  5:  Batch  experiments  for  adsorption  of  aqueous  HCB  to  Detroit  River 
sediment.  Log  Kp  (Kp  =  ratio  of  concentration  of  HCB  adsorbed  on  sediment  to  the 
concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time  for  sediment 
concentrations  of  2,  10, 100, 500, 2000,  and  10,000  mg/L.  Experiments  are  prepared 
with  pure  water. 


33 


0  20  40  60 

Time  (Days) 


Figure  6:  Batch  experiments  for  adsorption  of  aqueous  HCB  to  Detroit  River 
sediment.  Log  Kp  (Kp  =  ratio  of  concentration  of  HCB  adsorbed  on  sediment  to 
the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time  for  53  pm 
sediment  at  500  and  10  mg/L,  standard  and  crushed  to  14  pm. 
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Figure  7:  Batch  experiments  for  adsorption  of  aqueous  HCB  to  Detroit  River 
sediment.  Log  Kp  (Kp  =  ratio  of  concentration  of  HCB  adsorbed  on  sediment  to 
the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time  for  53  pm 
sediment  at  500  mg/L.  Sediment  was  first  stripped  of  organic  material  using 
NaOCl.  14  pm*  is  crushed  53  pm  sediment. 


35 


0.0  20.0  40.0  60.0 

Time  (Days) 


Figure  8;  Batch  experiments  for  adsorption  of  aqueous  HCB  to  Detroit  River 
sediment.  Log  Kp  (Kp  =  ratio  of  concentration  of  HCB  adsorbed  on  sediment  to 
the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time  for  500 
mg/L  sediment  at  3, 7, 17,  and  53  mm  size  fractions. 
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Figure  9:  Batch  experiments  for  adsorption  of  aqueous  HCB  to  Detroit  River 
sediment.  Log  Kp  (Kp  =  ratio  of  concentration  of  HCB  adsorbed  on  sediment  to 
the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time  for  500 
mg/L  sediment  at  3, 7, 17,  and  53  mm  size  fractions.  Kp  has  been  normalized  to 
organic  carbon,  Kp/foc. 
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APPENDIX  A 


Additional  experiments  are  presented  that  were  conducted  with  natural 
sediments  from  the  Detroit  River.  Procedures  used  are  the  same  as  described 
previously.  All  experiments  are  of  batch  type,  one  sample  jar  for  one  data  point 
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Figure  Al:  Batch  experiments  for  adsorption  of  aqueous  HCB  to  Detroit  River 
sediment.  Log  Kp  (Kp  =  ratio  of  concentration  of  HCB  adsorbed  on  sediment  to 
the  concentration  of  HCB  dissolved  in  solution)  as  a  fimction  of  time  for  3  pm 
size  fraction  of  sediments. 
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Figure  A2:  Batch  experiments  for  adsorption  of  aqueous  HCB  to  Detroit  River 
sediment.  Log  Kp  (Kp  =  ratio  of  concentration  of  HCB  adsorbed  on  sediment  to 
the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time  for  7  pm 
size  fraction  of  sediments. 
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Figure  A3:  Batch  experiments  for  adsorption  of  aqueous  of  HCB  to  Detroit 
River  sediment.  Log  Kp  (Log  Kp  =  ratio  of  concentration  of  HCB  adsorbed  on 
sediment  to  the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time 
for  17  pm  size  fraction  of  sediments. 
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Figure  A4:  Batch  experiments  for  adsorption  of  aqueous  of  HCB  to  Detroit 
River  sediment.  Log  Kp  (Log  Kp  =  ratio  of  concentration  of  HCB  adsorbed  on 
sediment  to  the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time 
for  53  pm  size  fraction  of  sediments. 
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Figure  AS:  Batch  experiments  for  adsorption  of  aqueous  of  HCB  to  Detroit 
River  sediment.  Log  Kp  (Log  Kp  =  ratio  of  concentration  of  HCB  adsorbed  on 
sediment  to  the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time 
at  2000  mg/L. 
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Figure  A6:  Batch  experiments  for  adsorption  of  aqueous  of  HCB  to  Detroit 
River  sediment.  Log  Kp  (Log  Kp  =  ratio  of  concentration  of  HCB  adsorbed  on 
sediment  to  the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time 
at  500  mg/L. 
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Figure  A7:  Batch  experiments  for  adsorption  of  aqueous  of  HCB  to  Detroit 
River  sediment.  Log  Kp  (Log  Kp  =  ratio  of  concentration  of  HCB  adsorbed  on 
sediment  to  the  concentration  of  HCB  dissolved  in  solution)  as  a  fimction  of  time 
for  sediment  at  100  mg/L. 
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Figure  A8:  Batch  experiments  for  adsorption  of  aqueous  of  HCB  to  Detroit 
River  sediment.  Log  Kp  (Log  Kp  =  ratio  of  concentration  of  HCB  adsorbed  on 
sediment  to  the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time 
for  sediment  at  10  mg/L. 
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Figure  A9:  Batch  experiments  for  adsorption  of  aqueous  of  HCB  to  Detroit 
River  sediment.  Log  Kp  (Log  Kp  =  ratio  of  concentration  of  HCB  adsorbed  on 
sediment  to  the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time 
for  sediment  at  2  mg/L. 


47 


3 


Figure  AlO:  Batch  experiments  for  adsorption  of  aqueous  of  HCB  to  Detroit 
River  sediment.  Log  Kp  (Log  Kp  =  ratio  of  concentration  of  HCB  adsorbed  on 
sediment  to  the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time 
for  sediments  at  500  mg/L  stripped  of  organic  material  using  NaOCl. 
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Figure  All:  Batch  experiments  for  adsorption  of  aqueous  of  HCB  to  Detroit 
River  sediment.  Log  Kp  (Log  Kp  =  ratio  of  concentration  of  HCB  adsorbed  on 
sediment  to  the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time 
for  sediment  at  2000  mg/L  normalized  to  organic  carbon,  Kp/foc- 
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Figure  A12:  Batch  experiments  for  adsorption  of  aqueous  of  HCB  to  Detroit 
River  sediment.  Log  Kp  (Log  Kp  =  ratio  of  concentration  of  HCB  adsorbed  on 
sediment  to  the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time 
for  sediment  at  100  mg/L  normalized  to  organic  carbon,  Kp/foc. 
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Figure  A13:  Batch  experiments  for  adsorption  of  aqueous  of  HCB  to  Detroit 
River  sediment.  Log  Kp  (Log  Kp  =  ratio  of  concentration  of  HCB  adsorbed  on 
sediment  to  the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time 
for  sediment  at  10  mg/L  normalized  to  organic  carbon,  Kp/foc. 
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Figure  A14:  Batch  experiments  for  adsorption  of  aqueous  of  HCB  to  Detroit 
River  sediment.  Log  Kp  (Log  Kp  =  ratio  of  concentration  of  HCB  adsorbed  on 
sediment  to  the  concentration  of  HCB  dissolved  in  solution)  as  a  function  of  time 
for  sediment  at  2  mg/L  normalized  to  organic  carbon,  Kp/foc- 
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